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Message Text 

UNCLASSIFIED 

PAGE 01 NICOSI 01395 251606Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

252327Z 040557/70 

R 25 1 520Z MAY 77 
FM AMEMBASSY NICOSIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5906 
AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 

UNCLAS NICOSIA 1395 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BFOL, CY 

SUBJECT: SEMI-GOVERNMENT TENDER - SPECIAL HANDLING 
REF: (A) 75 STATE A-3218, (B) 74 STATE A-1168 
1. 491/01/T011 

2. 052477 

3. B. KOSHELEFF 

4. 491 CYPRUS 

5. Y - ELECTRICITY AUTHORITY OF CYPRUS 

6. A. REPLY TO - 

6B. MR. S.G. ANASTASSIADES, CHIEF ENGINEER AND GENERAL MANAGER 

6C. ELECTRICITY AUTHORITY OF CYPRUS, P.O. BOX 4506, 

NICOSIA, CYPRUS 
UNCLASSIFIED 

UNCLASSIFIED 
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7. CONTRACT NO. 1 19/1977 REF.E.4/367/1 19/4186/77 

8.071977 12:00 NOON 

9. 204 9A. SEMI-GOVERNMENT ORGANIZATION 
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10. 36127 XX NO STATED VALUE 

MANUFACTURE, INSPECT, TEST AND DELIVER CIF LIMASSOL OR 
LARNACA PORTS (SOUTH COAST) CYPRUS. 

A) FORTY (40)-25 KVA 1 1,000/443-250 VOLT, THREE PHASE, 

4-WIRE, 50 CYCLE, DELTA-STAR, POLE PLATFORM MOUNTED 
TRANSFORMERS WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL 
HANDWHEEL. 

B) EIGHTY (80) - 50 KVA 1 1,000/443-250 VOLT, THREE PHASE 

4-WIRE, 50 CYCLE, DELTA STAR, POLE PLATFORM MOUNTED TRANSFORMERS 
WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. 

C) SEVENTY (70) - 100 KVA 11,000/433-250 VOLT, THREE-PHASE 

4- WIRE, 50 CYCLE, DELTA STAR, POLE PLATFORM MOUNTED TRANSFORMERS 
WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. 

D) TWENTY (20) - 200 KVA 1 1,000/443-250 VOLT, THREE PHASE 

4-WIRE, 50 CYCLE, DELTA-STAR, POLE PLATFORM MOUNTED TRANSFORMERS 
WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. THE 
TRANSFORMERS TO BE FITTED ON THE H.V. SIDE WITH CABLE BOX 
INSTEAD OF BUSHINGS. 

E) THIRTY (30) -30)-315 KVA 11,000/443-250 VOLT, THREE PHASE 

4- WIRE, 50 CYCLE, DELTA-STAR, GROUND MOUNTING TRANSFORMERS 
WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. 

F) FORTY (40) - 500 KVA, 1 1 ,000/443-250 VOLT, THREE-PHASE 

4- WIRE, 50 CYCLE, DELTA-STAR, GROUND MOUNTING TRANSFORMERS WITH 
H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. 

G) TEN (10) - 1000 KVA, 11000/443-250 VOLT, THREE-PHASE 

4- WIRE, 50 CYCLE, DELTA-STAR, GROUND MOUNTING TRANSFORMERS 
WITH H.V. OFF-LOAD TAPS SELECTED BY EXTERNAL HANDWHEEL. 

1 1 . ONE COPY OF EACH OF THE BRIEF DESCRIPTION OF CONTRACT, 
UNCLASSIFIED 

UNCLASSIFIED 
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FORM OF ADVERTISEMENT, AND EXTENT OF PUBLICITY AIRMAILED ON 
MAY 25, 1977 TO TRADE OPPORTUNITIES SECTION, ROOM 2323, 

U.S. DEPARTMENT OF COMMERCE, WASHINGTON D.C. 20230. TENDER 
DOCUMENTS COSTING TWENTY CYPRUS POUNDS (U.S. $48.60) FOR A 
SET OF FOUR CAN BE OBTAINED FROM THE ELECTRICITY AUTHORITY OF 
CYPRUS ON OR AFTER MAY 31, 1977. 

12. EMBASSY RECOMMENDS SPECIAL HANDLING BECAUSE VALUE CASE IS 
SUBSTANTIAL. U.S. FIRMS WITH PRODUCTION FACILITIES IN EUROPE 
SHOULD ALSO ALERT THEIR SUBSIDIARIES IN EUROPE. EMBASSY 
READY TO PROVIDE ADDTIONAL INFO AND TENDER DOCUMENTS DIRECTLY 
TO INTERESTED FIRMS UPON RECEIPT OF REQUEST AND CHECK FOR 
$48.60. 

13. EMBASSY WILL NOT BUY TENDER DOCUMENTS FOR USDOC UNLESS 
INSTRUCTED TO DO SO. 

CRAWFORD 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 25-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977NICOSI01395 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 87-061 6 
Format: TEL 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977051 9/aaaaaqmm.tel 

Line Count: 114 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0957498a-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE A-321 8, 74 STATE A-1 1 68 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 31 -Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2374246 
Secure: OPEN 
Status: NATIVE 

Subject: SEMI-GOVERNMENT TENDER - SPECIAL HANDLING 
TAGS: BFOL, CY 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0957498a-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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